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HOLYWELL  RURAL  DISTRICT  COUNCIL. 


MEDICAL  OFFICER  OF  HEALTH <S  REPORT, 

To : 

The  Chairman  and  Members  of  the  Holywell  Rural  District  Council* 

r 

Gentlemen, 


I present  my  annual  report  for  the  year  ending 
December  31st,  194'^. 

VITAL  STATISTICS. 


Live  Births . 


Total, 


M. 


P, 


Legitimate , 
Illegitimate , 


STILL  BIRTHS. 

Legitimate* 
Illegitimate , 

DEATHS. 


349. 

Rl. 


180. 

8. 


370.  188. 


169. 

182. 


10.  8.  2. 


276.  141.  135. 


Birth  rate  per  1,000 
(estimated  population)  16.7 


Rate  per  l,OOo(live  and 
still  births}  16.7 

Death  rate  per  1,000 
(estimated  population) 
12.1 


Deaths  from  Puerperal  Sepsis.  Nili 

Deaths  from  other  Puerperal  causes.  Nil, 


DEATH  RATE  OF  INFANTS  UNDER  ONE  YEAR  OP  AGE . 

‘ Total 

Legitimate.  M.  11.  P.  7.  Illegitimate  P.  1,  19 

All  infants  per  1000  live  births . 51 

Legitimate  Infants  per  1000  legitimate  live  births.  51 
Illegitimate  infants  per  1000  illegitimate  live  births, '47 


Deaths  from  Cancer  (all  ages) . 

Deaths  from  Measles  (all  ages),  ‘ 

Deaths  from  Whooping  Cough,  (all  ages). 
Deaths  from  Diarrhoea  (under  2 years), 

DEATHS.  (ALL  CAUSES) . 


1.45 

Nil 

Nil 

0,08 


M. 

P. 

Cerebro  Spinal  Fever. 

1; 

Tuberculosis  of  the  respiratory  system. 

10.. 

3. 

Other  forms  of  Tuberculosis, 

2. 

Influenza. 

. i; 

1. 

Acute  polio  myelitis  8c  polio  encephalitis. 

i; 

Acute  infantile  encephalitis. 

1 « 

•V 

Cancer  of  the  buccal  cavity  8:  oesophagus. 

2. 

Cancer  of  the  uterus  female,  ' 

' 3, 

Cancer  of  the  stomach  and  duodenum. 

6. 

4. 

Cancer  of  the  breast. 

4. 

Cancer  of  all  other  sites. 

11. 

3; 

Diabetes, 

i; 

1. 

Intercranial  Vascular  Lesious, 

14; 

is; 

Heart  Diseases, 

26; 

41. 

Other  diseases  of  the  Circulatory  System, 

5, 

1; 

Bronchitis* 

6. 

7., 

Pheumonla, 

' 10^ 

5,- 

Other  respiratory  diseases. 

2, 

2. 

Ulcer  of  stomach  and  duodenum. 

3. 

Diarrhoea,  (under  2 yesrs) 

2.' 

Appendicitis, 

1. 

Other  digestive  diseases. 

5. 

U# 

Nephritis • 

1. 

6.’ 

Premature  birth. 

5; 

(1). 


Con>.’enital  Malformation  and  birth  injury# 
Violent  Causes* 

All  other  causes. 


141#  155# 


Total  Deaths 


27  B 


SECTION  B# 

GENERAL  PROVISION OF  liEALTH  SERVICES  IN  TjIE  AREA 

PUBLIC  HEALTH  6?EinERS"~0P  THE  AUTHORITY, 


Certified  Inspector  (Meat  and  Foods)# 

D.O.M.Jones^  C,R,S,Ie,  M.S,I,A# 

(a) ,  LABORA.TOK:!:'  FACILiTn^S, 

Carried  f)ut  by  Bnergency  Public  Health  Laboratory,  Conway# 

(b) .  AMBUIMdlCB  FACILITIES , 

There  is  no  ambulance.  Hospital  ambulances  are* sent  from 
Liverpool  and  Chester  for  serious  cases, 

(c) .  NURSING  IN  THE  llOm, 

Voluntary  crganlsatn.ons  provide  existing  facilities# 

(d) #  TREATI'/ENT  CENTRES  MD  CLINICS, 

Administered  oy  the  Flintshire  County  Council# 

(e) ,  HOSPITAL, 

There  is  no  hospital  in  the  area# 

SECTION  C, 

SANITARY  CIRCimSTANCES  IN  THE  AREA  # 

The  following  companies  supply  water  v/ithin  the  area# 

Brymbo  Water  Co#, 

Hawarden  and  District 'Water  Oo.^ 

Mold  G-as  and  Water  Co,,  ' 

Birkenhead  Corporation  (in  bulk)# 

The  Council  have  aloo  supplies  of  their  own  and  all  supplies 
have  been  well  maintained# 

Chlorinating  Plants  have  been  installed  on  the  supplies  at  Mostyn, 
Garth,  Caerwys,  also,  an  additional  Booster  Plant  has  been 
provided  at  the  Rhososmor  Pumping  Station# 

SE\TORACI  AJ^TD  SEWTllAGE  DISPOSAL  WORKS# 

All  sewers  ar.c  Disposal  worl-(:a  have  been  well  maintained# 


(2)# 


PUBLIC 


Scavenging  qf  tiie  v;liole  District  is  undertaken  "by  the  Council* 

The  work  is  carried  out  by  means  of  contracts  and  for  this 
purpose  the  area  Individ ed  into  15  separate  districts.  Gfenerally 
the  v;ork  v;as  carried  "out  satisfactorily,, 

Difficulty  was  ekperloncod  in  the  Pfynnongroev;  District  due  to  the 
fact  that  the  Contr.actor  suffered  from  a severo  illness,  and  was 
unable  to  obtain  the  necessary  labour.  Another  Contractor 
took  the  v;ork  in  hand  and  no  further  trouble  was  experienced. 

Some  trouble  was  exporiunced  in  Districts  Nos,  10  and  11,  due 
chiefly  to  the  fav-.b  that  Oonti-actors_  have  the  utmost  difficulty 
in  obtaing  labonre 

RNPTJGE  TIPS.  , 

On  the, .whole  tnose,  have  been  well  maintained.  In  some 

cases  tney  woi‘e  j..ni''.8-i:e;.l  -nirh  msraudnng  rats,  but  have  been 
promptly  dealt  vi/ioh  Cj  gation  with  hydrogen  cyanide, 

RIVERS  AliD  'STREAMS. 

Wo  complaints  were  received, 

SHOPS  INSPECT low. 

All  shops  were  inspected  and  the  statutory  provisions  relating 
thereto  enforced. 

CA^IPING  SITES. 

Sites  used. for  camping  were  on  tho  whole  well  maintained," 
licences  issued  numbered  17.  These  sites  are  regularly  , 
inspected  and  no  cause  of  complaint  v/as  noted, 

SMOICE  ABATEI^/IENT . ' ■ , ' . • 

No  complaints  relating  to  smoke  nuisances  were  received.  There 
are  a number  of  factories  in  this  district  and  tho  absence  of 
complaints  can  be  viewed  with  satisfaction, 

swiivmiNG  pools'  km  baths. 


There  is  only  one  swimming  pool  v/ithin  tho  district..  It  is 
privately  owned  and  open  only  during  summer  months, 

ERADICATION  OF  BED  BUGS , 

No  cases  of  infestation  were  found  during  tho  year, 

SCHOOLS. 

All  schools  are  periodically  visited  and  Inspected,  the 
water  supply  and  sanitary  arrangements  being  supervised, 

SECTION  D, 

Inspection  of  dwelling  houses  still  takes  a great  deal  of  the 
time  of  the  Department,  There  has  been  noticeable  decline  in 
cases  of  overcrowding. 

It  is  still  a difficult  problem  to  have  any  repairs  carried  out 
as  tho  labour  shortage  in  the  building  trade  appears,  to  bo  acute, 

SECTION  E, 

•INSPECTION  AND  SUPERVISION  OF  FOOD, 

MILK  SUPPLY.  COWSHEDS  AND  DAIRIES.  '' 

Tho  inspection  of  cowsheds  and  dairies  is  carried  out  regularly. 
Whore  conditions  were  not  up  to  the  standard  of  the  Milk  and  Dairie 

(3). 


0±''i-c; 


instriictions  wero  given  for  tho  necessary  work  to  be 
^rried  out . 

mMJ!  AND  OTHER  FOODS, 

Meat  Inspection  is  carried  out  at  the  Ministry  of  Pood  31au^ter 
House,  Holywell.  Meat  Inspection  is  carried  out  three  or  four 
days  each  v;eek.  In  addition  emergency  slaughtering  of  casualties 
is  done  at  all  times  and  these  are  always  examined. 


n 1.4.1  c 

'•.HabOO  .HI'b'Ua  iiJiH 

Cattle 

■IrcjiSfJ^GrL  d;ro  xnb  brfj.  r.jjo.d:< 

■a  hnn  HUM  oHo  lo  oh  j od- 

Sheep '28-oj!:dowqanl  orIT 

:Pigs,,  o*  Calves  • 

Number  inspected,  502*  125, 

13,729*  97,  165. 

All  animals  except 

Tuberculosis  whole 

carcases  condemned,  9, 

m- 

to 

Carcases  of  which 

some  part  or  organ  - ‘ 

was  condemned.  108,  261, 


Tuberculosis  only 
whole  carcosGs 

condemned,  4,  6, 


Carcases  of  which 
some  part  or  organ  • -*' 

was  condemned,  36,  - - — ■ 

, ■ L ; , v-'' ■ : . ^ L.  . ‘ . 

u»  ii.  -« c»  s « « II  * I » 

^ ir'C  - b;  .<  /■ 


-;ic, 


-II  x: 


(4) 


PREVAI£NCE  A?ID  COMTROL  OP  P;  rrECTIOTTS  DISEASES 
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N.B.  Puerperal  Pyrexia  - rate  per  1000  total  Births.  Register 


Th.orG  iias  oocn  a fall  in  the  incidenco  of  Diphtheria  during’’ 
the  year  the  rate  for  1941,  being  2,61  against  1,45  for  1942 
Iim-nunisation  against  Diphtheria  v;as  begun  in  this  area  in  April, ^ 
1941  and  up  to  the  end  of  1942,  2258  children  wore  immunised  of. 
school  ago,  5 to  15  years.  The  County  Council  Medical  Services 
wore  reponsiblo  for  children  under  5 years,  ^ 

The  per:5ontages  are  as  follows 

Cbdldren  under  5 years,  ' 10,7; 

Children  from  5 to  15  years,  50.4, 

TUBERCULOSIS. 


Nev;  Cas 

es , 

Deaths . 

Ages , 

Respi 

.rat  ory. 

Non-Respiratory 

. Res 

piratorv 

, ^ ^ 

M. 

P. 

M,  P. 

M. 

P. 

0, 

li 

5,- 

1, 

2. 

15. 

4. 

1. 

4. 

2d. 

2. 

3 • 

1. 

1. 

1. 

35. 

4. 

3. 

* 

1. 

1. 

45; 

1. 

1. 

1. 

1. 

55, 

3 • 

1. 

65. 

5 , 

Upwards , 

19. 

7. 

o • 

10. 

3. 

Rate . 

0,83. 

Rate 

. 0.67. 

. Non-reapirat- 
M,  F,  ory. 


1. 

1. 


2. 


OPI-ITI-IAL.M  lA  m OITAT  PRIM . 


Cases  Treatment  in  ~ Vision  Vision  Totar- 

Notified , at  Home.  Hospital,  Unimpaired.  Impaired. Blindness 

3.  3,  - - - 


Rate,  0.1,5, 


PRE  VE I ON  OP  BLINDNE  SS . 

This  trf  administered  by  the  County  Council, 


(Signed)  I,  PHILLIPINE  NELIS, 

Medical  Officer  of  Health, 
HOLOTILL  RURAL  DISTRICT  COinTCIL 


The  Ilians  e, 

MOLD. 

August  4th,  1943, 


